PHILIP MORRIS 

U.S.A. 

OPERATIONS CENTER: 615 MAURY STREET, VIRGINIA 23224 TELEPHONE (804) 274-2000 

November 18,2002 


George Kornitzer, MD 39 
Americas Doctor 

2000 Washington Street, Suite 443 
Newton, MA 02462 


Re: A Multi-Center Study to Determine the Exposure of Adult U.S. Smokers to 
Cigarette Smoke 

Dear George Kornitzer, MD: 

Enclosed for your files is your fully executed original of the above referenced 
agreement. 


Sincerely, 



Sr. Analyst, Programs and Planning 
Enclosure 


PM3006559334 


Source: https://www.industrydocuments.ucsf.edu/docs/skwj0001 



